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In your plans al pays to specify 
products protected under the paint by 


Oakite CrysCoat is a phosphate paint-bonding treatment which 
makes architectural products look better, last longer. When you 
specify CrysCoating as the pre-paint process for steel products in 
your plans ... products such as window frames, partitions, doors, 
lighting fixtures, etc... . you can do so with confidence that maxi- 
mum bonding of paint to metal and longer service life for these 
products is assured, and that building owners will get more complete 
satisfaction from their investment. 

Time and time again it has been proven that nothing surpasses 
Oakite CrysCoat for bonding paint to metal . . . for protecting steel 
products against under-paint corrosion, unsightly peeling, and 

creeping rust surrounding accidental damage to paint. 
To the advantage of architects and building 
CrysCoat owners everywhere, a wide variety of steel prod- 
ucts are today protected by Oakite CrysCoating. 
paint-bonding treatment For some idea of the leading manufacturers who 
; employ CrysCoat phosphate coatings to assure 
makes architectural superior paint adhesion and greater resistance to 
products look better corrosion for their architectural products, just 
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CrysCoat Protects the Products of these Manufacturers: 


Air Conditioning Equipment 
Carrier Corp. 
Fasco Industries, Inc. 
Lennox Industries, Inc. 


Miscellaneous Equipment 





Heating and Accessory Equipment 
Edwards Engineering Corp. 
Hall Neal Furnace Co. 
International Oil Burner Co. 
State Stove and Manufacturing Co. 
United States Register Co. 


~ How to apply 


Art Steel Co. 
Columbia Kitchens 


Lighting Equipment 


Durham Manufacturing Corp. Day and Night Manufacturing Co. 


Falcon Manufacturing Co. : : : 
Sit ‘ Fluorescent Fixtures of California 

Federal Pacific Electric Co. ' ; 

: Keystone Electric and Manufacturing Co. 
Generali Electric Co. 

Metalfold Door Co. 

National Steel Cabinets Co. 
Richmond Metal Products Corp. 
Roberts Manufacturing Co. 
Shirley Kitchen Cabinet Corp. 
Square ‘’D”’ Co. 


Welbilt Corp. 


Lighting Products, Inc. 
Lithonia Lighting Products 
Oakland Engineering Co. 
Supreme Lighting Co. 
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‘.. gives full particulars... 


If you are interested in the technical aspects as well as the benefits 
of the CrysCoat method of phosphating, we’ll be pleased to send you 
descriptive technical literature upon request. The information pro- 
vided, based on the successful experience of veteran Oakite organic 
finishing engineers, tells exactly why you can specify CrysCoat and 
CrysCoated products with complete confidence. The postage-paid 
reply card enclosed will bring this literature to you promptly with 


our compliments. 
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OAKITE PRODUCTS, INC., 19 RECTOR STREET, NEW YORK 6, N. Y. 


in Canada 
OAKITE PRODUCTS OF CANADA, LTD., 8 BERKELEY ST., TORONTO, ONT. 
Technical Service Representatives in Principal Cities 


Export Division Cable Address: Oakite 








Ptd. in U. S.A. 


